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fONFIDENuAL 


March 13, 1956 



Reference: PH--185 and Tour letter of 
Pebruar^r 6, 1956« 


Gentlemen: 


In resoonse to your request we herewith respectfully 
submit proposal for th«^ construction -bf twi 
collapaiSA^-ieftg' ttm ' rBig fit aucux ' danei w t ct 


.cation will i|ot be supplied i 


le spsei* 


The accompanying cost estimates show prices F.O.B, 
Washington, D#C* with deliyery estimated within twelve 
(12) weeks from date of contract. 


Tho 4^" Zeiss lens has been previously tested to resolve 
about 50 llnes/im and hence is not quite comparable t# 
the theoretical value (85 l/wm) of the Astro and we 
therefore will omit the comparison proof .testing requeeted 
in Item 2 of the specifications. 


25X1 


ITery truly yours, 

I 25X1 


25X1 


G:uc;?:.dCLL.'2^3.4ri2ji 

□ c;:cL VI . 

fxt BYNP 3 vhs tv. 

I\PA50n 2> ^ (y 

CONFIDENTIAL 


fitUP 

IASS xl- P*®** 
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25X1 
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i - i_ j 




rONFIDENTIAl. 


February 6 , 1956 


25X1 


Bear 


25X1 


It la requested that a proposal aad cost breakdosn be 
subnltted for the consttruetlon of two eoUapsible lens barrel 
systems In aeeordanee with the enclosed specifications. 

Very truly yours. 


25X1 


Enclosure: 

apedfleations 
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% StUHCI • 


It is requested tbat a proposal be subnltted fort 

1* A kO" foeal length Astro leu shall be seleeted and a lens 
barrel eonstraeted to fom a long f eens leas systsa identical to that 
eoaipleted under RI}>8t-> Task in, ulth the folloirieg aodlflMtlenst 

a« Ihe front tripod siQrport will be extended dahther 
forvaard on the leas barrel panslttlng a steadier 
Boont* 

b« Ihe tripod soekets shall be recessed for lining 
the tripod look serev and the tripod soekat* 

v ■ 

e* Qie tripod sookets on the lens shall be separated 
by a larger dlstaaee to pemit easldr Atllizatloa of 
two tripods* 

d* She seeurlag of the different seetions of the 
barrel shall be faeilitated by easier aeshlag of 
one set of threads vith the other either throudh 
lead in flares or by adepti(» of a different 
system* One possible system vould be to use a Joey 
and groove vith a loeking iriag* 

e* Ihe extension tubes shall bekknorled to present 
slippage of the barrel seetions while handling* 

f * Provision shall be made to prevent Interloekiag 
of the barrel elements through a suitable system 
of stops at the end of the travel* 

g* Ihe foeusing system shall have a line focus ad^t- 

ment* Ihe foeusing and loeking arrangement on the 
present system is ;probably suitable for rough 
foeusing* The unit could probably be modified to 
Inelude a fine foeus at the end of the extensicm 
barrel adjacent to the eamera mounting* 

h* Marklnge should be made on the barrel to indicate 
direction of rotation of the various threaded parts 
to either lock or imlock the elements* 

1* The front l«ui ec^ should be a screw on ‘^fpe rather 
than the frietion fit provided* 

J* The units shall be 




Declassified in Part - Sanitized Copy Approved for Release 2012/02/21 : CIA-RDP78-03172A000200040008-9 



Declassified in Part - Sanitized Copy Approved for Release 2012/02/21 : CIA-RDP78-03172A000200040008-9 


SECRET 


Hie tmits Bhall be eqjaijped vlth laterebaageable 
adqpters to pemlt use of eltkear the Leiea esBcra 
vitb reflex housing or Exakta camera with the lens* 

!Ehe units shall be equipped with W and E-2 filters 
vlth containers using connerelally availahle filters 
if possible* 

Easy access to the rear element of the leas shall 
be provided to permit easy cleaning* 


m* If possible iris shall be protected to Insure *2 
that the iris ulll net be damaged if left closed down ^ 
during eoUcq^siiig of the lens barrel* 


2* A second coUapslag bairrel shall be designed and fabricated 
similar to the unit described above for a k6" foeal length f-U Zeiss 
Apo-fessar lens to be purchased by the contractw* Bie lens be 

tested to insure its qjoality is equal to the focal length Astro 
leas used in Task III of BD-d4-* 

Prelimiaary engineering sketches shall be approved prior to fabrication* 
Fhotogra]^e test results shall be submitted at the conclusion of the 
contract* Final drawings shall be submitted at the conclusion of the 
contract* 
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